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Message Text 


TAGS: OTRA, OCON, TBIO, UK, GW 

SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL CONGRESS 
AND CONFERRING WITH COUNTERPARTS 


1 . FDA ADVISES THAT FRANCES A. BENEDICT, MICROBIOLOGIST, 
EXECUTIVE DIRECTOR OF REGIONAL OPERATIONS, WILL BE IN 
EUROPE SEPTEMBER 2-15, 1978. 

2. MS. BENEDICT WILL ATTEND THE XIITH INTERNATIONAL 
CONGRESS OF MICROBIOLOGY IN MUNICH SEPTEMBER 4-7, 1978 
AND WILL PRESENT A SCIENTIFIC PAPER. 


3. MS. BENEDICT WILL BE IN LONDON SEPTEMBER 8-15 AND WILL 
VISIT WITH DR. CHRISTINE PHILPOT OF THE NATIONAL 
MUCOLOGICAL REFERENCE LABORATORY SEPTEMBER 10-12. SHE 
WILL THEN BE ON ADMINISTRATIVE LEAVE SEPTEMBER 12-15. 
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3. ASSISTANCE OF EMBASSIES WILL NOT BE REQUIRED. CHRISTOPHER 


UNCLASSIFIED 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEETING DELEGATIONS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 1 1 jul 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 74279 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JRWEINROTH, MD:VO 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780284-0003 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780773/aaaacjqj.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 328a4977-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2048986 
Secure: OPEN 
Status: NATIVE 

Subject: FDA REPRESENTATIVE ATTENDING INTERNATIONAL CONGRESS AND CONFERRING WITH COUNTERPARTS 
TAGS: OTRA, OCON, TBIO, UK, GE, US, (BENEDICT, FRANCES A) 

To: LONDON MUNICH 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/328a4977-c288-dd11-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



